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la The construction of the neV port of Vama has already heen ccsnpletedo The 

port has a depth mrying between 2^^ and 32 feet,* There are special an<ihorage4» 
’idiich are the best existing in the Black Sea area, A neir pier for loading ^ .- 
grains is being b-U^ta. [Jhere are seTen loading areas for ships ^liiree of 
l^ich are aeseryed for -leading grains « A do<^ known as Kbraloya^ has an ar% 
of 90 by 24,6 meters and d lifting capacity (sic) of 2,200 tons. Ever since 
the loading of laraniim destined for the Soriet Ihilan wism started in this port, 
security measures here haye been rery strict. 


2, Aacharage in^he port of Bolchik is safe, the depth yarying between six and 
nine meters, Ti^ port has a pier 3^5 meters long and 4,65 meters wide, and 
a new pier now under construction will be 550 maters long and 7,20 meters 
wide. Winches located in the port are manually operated. 
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